vi                               LIST   OF   ILLUSTRATIONS
PAGE
Venable's Artificial Draught Percolating Filter, 1905.........127
Stoddart Distributor, 1899....................    129
Radial Distributor of G. E. Ridgeway, 1901............    130
Radial Distributor of Scott-Moncrieff, 1902............    130
Plan of Septic Tanks at Fort Des Moines, Iowa...........    165
Plan of Filter Beds at Fort Des Homes, Iowa, as first constructed ....    166
Section through Sediment Chamber and Septic Tank, Fort Des Moines,
Iowa...........................    167
Rearrangement of Contact Beds at Fort Des Moines, Iowa     .....    175
Suggested rearrangement of Sand Filter at Fort Des Moines......    179
Enclosed Works of Sewage Purification Sub-system at Fort Leaven-
worth, Kansas.....................210,  211
Design of Contact Bed System for 2000 Persons    ....   217, 218, 219, 222
A Simple Combination for a Small Institution...........    225
LIST OF PLATES
Antecedents of the Septic Tank.............opposite page   52
View of Contact Beds at Fort Des Moines, Iowa, during reconstruction
opposite page 177
View of Contact Beds at Fort Leavenworth, Kansas, overgrown with
Weeds......................opposite page 207